CHILD DEVELOPMENT CENTER f CDC ) PLAY AREA SAFETY INSPECTION SUMMARY 

For use of this form, see TM 5-663; the proponent agency is USACE 


1. CDC NAME 

2. PLAY AREA 
[ 1 Infan | | Toddler 

□ 

] Preschool | | School Age 

3. TYPE OF INSPECTION 
| Baseline | | Periodic 

[ ~ | Annual 

[ ~| Daily Visual 

4. DATE OF INSPECTION 

5. TOTAL INSPECTION TIME 

(In minutes) 


6. INSPECTORS 


7. INSPECTION SUMMARY 

I I a. NO HAZARDS FOUND Q b, THE FOLLOWING HAZARDS WERE NOTED AND FOLLOW-UP ACTIONS TAKEN: 


c. HAZARDS/ IDENTIFIED 
I Describe hazard and location) 


d. CORRECTIVE ACTIONS 

MAINTENANCE TASK PERFORMED 
(Describe) 

AREA CLOSED 
(Enter date) 

WORK ORDER 
SUBMITTED 
(Enter date) 




NOTE: Maintenance tasks required to correct deficiencies are contained in TM 5-663, CDC Play Area Inspection and Maintenance 
Program. 


8. I verify that I have completed the above inspection and noted all hazards and follow-up actions, 

a. SIGNATURE OF INSPECTOR b. SIGNATURE OF CDC DIRECTOR 


DA FORM 7308-R, JAN 97 





















